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The Quincy Bus Maintenance Facility R17CNO6 Trade Sub-Contractor Early Release Package — 
Electrical bid opening will be held on June 30", 2023, at 12:00 p.m. as a virtual on-line meeting. 


Bid results will also be available on www.ProjectDog.com and the MBTA website. 


Microsoft Teams meeting 


Join on your computer, mobile app or room device 


Click here to join the meeting 


Meeting ID: 267 741 829 596 
Passcode: BgG3uT 


Download Teams | Join on the web 


Learn More | Meeting options 


Massachusetts Bay Transportation Authority 
Ten Park Plaza, Boston, MA 02116 
mbta.com 


